MISCELLANEOUS.
501
The present dam contains a great deal of the old timber structure at the bottom unburned in the fire. The upper part of the timber facing differs from the old design in that the inclined posts on which the plank skin is spiked are not parts of timber bents, but are merely embedded into the face of the rock-fill and anchored back into the rock, so that
tf
I
O
s
p
S H
fi
o PQ
I
I
the first layer of plank is placed horizontally and not vertically as before. At the base the 3-inch plank are in three layers; at the top is but one layer. The plank facing of the lower half of the dam, laid in 1876, is still serviceable after thirty-two years of wear. The upper half of the planking has been replaced once. Since the dam was built, in 1876, there has been a sag in its center amounting to about 12 inches, due to the decay of the timber in the cribs and the settlement of the rock.